
UNIVERSITY OF THE PHILIPPINES SYSTEM 
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SflcipLag^ Miadd thai Sflape tfm A^atUut 



01 December 2014 



BID BULLETIN NO. 001 (UPS SPMO 2014-040) 
TO All Prospective Bidders 

PROJECT Procurement of One (1) Unit Automated DNA/RN A/Protein 
Analyzer System 



This Bid Bulletin is hereby issued for the information and guidance of all prospective bidders. It 
shall form an integral part of the bidding documents issued earlier relative to the above mentioned 
project. 

The following provisions are hereby amended: 



A. Specifications 



Original Provision 


Amendment 


Tape based electrophoresis platform 


Tape-based/Cartridge electrophoresis 
platform 



NESTOR O. RANESESrV 

Assistant Vice President for Adminrfefration and 
Chair, UP System Bids and Awards Committee 



c.c: Dr. Maragtas S.V., Vice President for Administration 
Dr. Carmencita Padilla, Philippine Genonne Center 
Members, UP System I Bids and Awards Committee 
Mr. Isagani L. Bagus, Acting Chief, UP System SPMO 



G/F Quezon Hall. UP. Diliman, Quezon City, Philippines 1101 
Tel. No. 926-4919; 981-8500 ioc. 2538 Telefax: 926-4919 E-mail: upsspmo@gmall.com 



UNIVERSITY OF THE PHILIPPINES SYSTEM 
Wi I BIDS AND AWARDS COMMITTEE 



One UP. One University. One Procurement System. Padayon UP 

SAapUig^ JUttdd that Sflape tAe Afatiati 



01 December 2014 



BID BULLETIN NO. 001 (UPS SPMO 2014-008) 

TO All Prospective Bidders 

PROJECT Procurement of One (1 ) Unit Fast PGR System 



This Bid Bulletin is hereby issued for the information and guidance of all prospective bidders. It 
shall form an integral part of the bidding documents issued earlier relative to the above mentioned 
project. 

The following provisions are hereby amended: 



A. SDecifications 


Original Provision 


Amendment 


Dimensions: 

Height: 27.2cnn (10.6 in) 
Width: 33.0cm (13in) 
Depth: 56.5cm (22 in) 
Weight: 18.75cm (411b) 


Dimensions: Minimum 
Heigiit: 27.94 (llin) 

Width: 33.03cm (13in) 
Depth: 56.5cm (22in) 
Weight: 81.75kg 


Delivery Period: 


Delivery Period: 

Witliin 45 calendar days after 
issuance of Notice to Proceed 



NESTOR O. RANESES ru' 

Assistant Vice President for AdminiSti^tion and 
Chair, UP System Bids and Awards Committee 



c c Dr Maragtas S.V., Vice President for Administration 
Dr Carmencita Padilla, Philippine Genome Center 
Members, UP System I Bids and Awards Committee 
Mr. Isagani L. Bagus, Acting Chief, UP System SPMO 



G/F Quezon Hall UP. Diliman, Quezon City, Philippines 1101 

Tel. NO. 926^9°9; SsT 8500 loc. 2538 Telefax: 926-4919 E-mail: upsspnr,o@gma,l.com 



